Radio Shack # 42-117 RBC CLNR W/FLUID 

MATERIAL SAFETY DATA SHEET 

Thl» form may b» uMd to comply with OSHA’t Hazard Communication Standard, 29 CFR 1910.1200. 
To ba valid, all Information required by 1 1910.1200(g) of the Standard muat appear on this form. 
Consult the Standard for specific requirements. Note: Blank spaces are not permitted. If any Item 
Is not appticabta, or no Information Is avaliable, the space must be marked to Indicate that. 


IDENTITY (As Used on Ubet and Uat) ROSENTHAL MDLTI-PORPOSE CLEMEt (D/S) 


Bectlon i 

“““'“'^"•'•'““Rosenthal Cleans-Quick 

Emarsmy TaUpftona Numbaf 

A(M)0M (Nuntfr. S»ccf, Oly. Srofa. ana ZIP Coda} 

or 313-862-1737 

Detroit, Michigan 48238 

DMPrapvad lX-30-93 


B^ura ot PiaoMf (bpftwwQ 


Section II — Hazardous Ingredients/ldentlty Information 


huardoui Compof.#nt» (Sp«:rtlc W*nlttv«orfimoo NmM(i) OSHA PEL ACQW TLV R*oemm#ne«d H (opiiooar) 


This product does not contain any ingredients recognized as hazardous 
or carcinogenic by OSHA, EPA or the US Department of Trartsportation, 



Section III — Physical/Chemical Characterlstica 


Po.ni 220°F - 1) 1.02- 

vnpor pr*i»uf* (mm Hg ) 24mmHG N/Av 

V«P0( 0»nwy (AIR - 1) N/AV H N/AV 



SP.C..1 FU. Rohtmg prec^hifM phould observB FIRST AID procedures on 

reverse side of this form if they come in contact with pro ducts 

"Uf»u*u«l Fw* E*pio*lon HsxAroi nOne \ 



SM«rf on Draft of OCHA ITf. 1«M 

OCHA Forai M MSDC. 

















Radio Shack #42-117 Pro Record Cleaner 


S^ ctUn V - Reactivity Daf 

"' Ai. uillty “ I Un«Ut>l« I CondJlic.n* lo Xwid -i— i 


none known 


none 


Cendliiiint lo Avoid 


Un#UPI« 


8i#bl# 

X 


none known 


InoompoUbilliy (»4at»nals lo AytM) 


Hocordout C>octxTtpo«tlon or Byprodocti 


Hutrdouv I M«y Occur 
Polymortxaltonl 


Section VI - HBAlth Hazard Data 


HMith H«»rd. (Aeuio tnd on»e} strength material will cause mild irritation to 


skin and irritation to eyes and digestive system. 



SfrctKin VII — Pracautlona for Safa HandiinQ and Uae 


biepi 10 B« 'Tohvrt in Cm# ii R#i#M«d or S(nim j^j^p ^p qj- absorbent and renxjve to 


suitable container for disposal 

w#9i# Di.po«.i M#,hod , ^ accordance with pertinent Federal, State and Local regulations 


B« T.h#n in Handling #nd Stofinp g^ore above 40°F and below 100°F. Keep container 



Section VIII — Control Maaauraa 


ip.f«tory ProiKiion f^poc^ noDB required under nornal conditions 

I toe' normal area air flow 

M#chtn*c«) (OfmUt 


P,0i#ctiv. Giov## j^Yier workgloves I '**‘*^”" safety eyeglasses 

oth#t Proi#ciiy# cioihing or Eqoipmtnt required Under normal conditions 


orwHygi#nic/M#int#n#nc# Pr#ciic#i Always Gxercise caution idien handling chemicals. 


bo not mix chemicals. — _ 







